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How is WFPC Flat Field Made 
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An algorithm developed by the WFPC IDT to generate flat fields from Earth streak 

exposures is now implemented in STSDAS. We explain in detail how this algorithm 
works and possible deficiencies. We also present two associated tools which can be used 
to modify the flat field obtained from the standard procedure. 
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